Audio Transformers 


Choose from a wide variety of types and packages 
Computer optimized design 
Cc 100% tested — consistent quality 
Low distortion 
Wide bandwidth 


Minimum transient distortion (overshoot & ringing) 
ad TRANSFORMERS AND SPECIAL TYPES 
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1. (dBu) Max input level = 1% THD; dBu = dBv ref. 0.775 V 
2. With recommended secondary termination 


4. Separate lead supplied for case and for each faraday shield 


Except as noted, above transformers are cased in 80% nickel mu-metal cans with wire leads. 


ion from linear phase, referenced to 1 kHz. 
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3. Specifications shown are for max. number of secondaries terminated in 1000 ohm (typical mic preamp) 


PACKAGE DIMENSIONS: 
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7. Multifilar construction has no faraday shield: cannot be used as 
input transformer. All specifications are for 0 source, 600 2 load. 
8. Max output level = 1% THD; dBu = dBv ref. 0.775 V 
9. Source amplifier -3dB @ 100 kHz 
10. Source amplifier -3dB @ 200 kHz 


11. Output transformers are horizontal channel frame type with wire leads, 


Ce vertical channel frames available. PC types available. 
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10735 Burbank Boulevard e North lollywood, California 91601 


TELEX via WUI 6502919207 MCI UW - FAX (818) 763-4574 
PHONE (213) 876-0059 
Closed Fridays, visitors by appointment only. 
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PACKAGE DIMENSIONS: w L H = Mounting Centers 
T= 1%" x 256” x 15/6" 21% 6" 
B= 15h68"x %e" x 1%" 2%" 
9=1%" x 1%" x 1%" Zz 
10 = 1%" x 1%6" x 1%e" 1% 


These charts include the most popular types which are usually 
available from stock. Many other types are available from stock 
or custom designs for OEM orders of 100 pieces or more can be 
made to order. Certified computer testing is available for OEM 
orders. Call or write for applications assistance and/or detailed 


data sheets on individual models. 


Prices shown are effective 1/1/88 and are subject to change without notice. 
Packing, shipping, and applicable sales taxes additional. 
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insist on a Jensen! 


If you demand absolutely the best audio transformer, 


~ 
Choose From a Wide Variety as an integral part of the circuit, not as an afterthought, 
f Types all parameters can be optimized. The result is a clearly 
¢ and Packages audible improvement in transformer technology. For 
¢ Microphone Input ¢ Electret Mic Output — example, our Model JE-115K-E mic input transformer 
¢ Microphone Bridging ¢ Bridging has under 1% overshoot with no RC damping network 
* Line Input ° Repeat Coil (bridged output), and exceptional magnitude and 
phase response. 
* Direct Box ¢ Line Output Our highly qualified technical staff is eager to assist 
e Low Freq. Crossover =» Special Types you with expert applications engineering. Discerning 
* M.C. Cart. Step-up engineers have field proven our transformers, by the 
F tens of thousands, in the most demanding environ- 
Superb specifications, consistent performance, and ments — professional recording studios, fixed and mo- 
unsurpassed reliability have earned Jensen a solid bile broadcast facilities, and touring sound systems. 
reputation as the world’s preeminent manufacturer of That returns and failures are rare is no accident; we 
audio transformers. place strong emphasis on quality control. 
We control every facet of design and construction, We carefully inspect every transformer before and 
from core alloy up, using sophisticated computer mod- _ after encapsulation. Then, in our computerized auto- 
ling, techniques. With 5 years software development = mated test lab, we verify that each and every trans- 
background, including an AC circuit analysis for former meets or exceeds its specs. 
Hewlett-Packard’s desk top computers, we now market We take this extra care because we are dedicated to 
our own advanced circuit optimization programs. excellence. So next time you need a transformer, insist 
Because Jensen transformers are designed to function on the best — insist on a Jensen. 
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Write or call for information. 
10735 Burbank Boulevard * N. Hollywood, CA 91601 - (213) 876-0059 - Telex via WU! 6502919207 MCI UW Visitors by appointment only (closed Fridays). 
UK Distribution by: Scenic Sounds Equipment Ltd. + Unit 2, 10 William Rd., London NW1 3EN « Phone: (01) 387-1262 « Telex: 27 939 SCENIC G 
Far East Distribution by: Towa Engineering Co. Ltd. * No. 7th Azuma Bidg. « 1-9, Sakuma-cho, Kanda + Chiyoda-ku, Tokyo 101 « Phone (03) 253-3537 
Australia Distribution by: Syntec International Pty. Ltd. - 60 Gibbes Street - Chatswood, N.S.W. 2067 » Phone: (02) 406-4700 + Telex: SYNTEC AA 70570 


